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alone in the preparation. Far from it. The General Elec-
tric Company has done big things. It has worked with
skill and energy and power. Ganz & Company and others
in Europe have done important things. Westinghouse
and his men have always been amongst the leaders, and in
certain fundamental things they have led the leaders. In
the origin and development of the use of the alternating
current, without which these great things would have been
impossible, Westinghouse was first and was always pre-
eminent. His engineers earned and justified the confidence
and support that he gave them, generously and steadfastly.
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